ST.  MATTHEW'S  CATHEDRAL 
Rhode  Island  at  Connecticut  Avenue,  N.W. 
Washington,  O.C. 

A  military  honor  guard  carries  the  remains  of 
President  Kennedy  from  St.  Matthew's  Cathedral 
following  Pontifical  Mass.  The  funeral  cortege 
then  proceeded  to  Arlington  National  Cemetery 
for  final  rites  and  burial,  November  25,  1963. 
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Sunday  Masses  —  7,  8,  9,  10,  11:30,  12:30,  5:30, 
6:30  (En  Espanol) 

Weekday  Masses  —  6:50,  7:25,  8:00,  12:10,  5:30 

Tours:  Sunday  2:30  to  4:30 

For  special  group  tours  call  347-3215 


